From: 

Hanchett, James (DPH) 

Sent: 

Wednesday, October 12, 2011 2:07 PM 

To: 

Nassif, Julianne (DPH) 

Subject: 

RE: 10/13/11 

No Problem, 


Jim 



From: Nassif, Julianne (DPH) 

Sent: Wednesday, October 12, 2011 2:03 PM 
To: Hanchett, James (DPH) 

Subject: 10/13/11 

Hi Jim, 

Agh, I am not going to make it out there tomorrow - last minute meetings. It actually may make a little more 
sense to wait until we pilot the technical review piece here and then have me come out...hopefully before it 
snows! 

Julie 

ju.LLfliA,iA.e Nflsslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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